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1 RD54 Fixed Disk Drive 

The RD54 fixed disk drive is a large-capacity, full-height drive available in 
either the system unit of the MicroVAX 2000 or in the fixed disk expansion 
box. If you have a diskless system and want to install an RD54 drive, you 
must have your service representative perform the installation. 

You can format the RD54 drive using the instructions in the section entitled 
Formatting Fixed Disks in Chapter 1 of the MicroVAX 2000 Owner's Manual. 
Formatting an RD54 drive takes forty minutes. 

After formatting, run the Fixed Disk Verifier, as explained in Chapter 2 of 
the MicroVAX 2000 Owner's Manual. The verifier takes twenty minutes to 
run. 

The RD54 drive can store 155 megabytes of data after formatting. 

Figure 1: RD54 Fixed Disk Drive in MicroVAX 2000 System Unit 













